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The  Chairman  and  Members  of 
The  Prescot  Urban  District  Council 


Gentlemen, 

I  have  the  pleasure  oi  presenting  the  Annual  Report  of  Prescot  Urban  District  for  the  year 
1970,  and  would  confirm  that  the  community  health  has  continued  to  be  satisfactory. 

The  birthrate  of  218  during  the  year  was  in  excess  of  the  number  of  deaths  by  66.  The 
crude  birthrate  of  16.6  per  1,000  population  was  again  higher  than  the  national  average. 

I  am  pleased  to  report  that  there  were  again  no  maternal  deaths.  The  number  of  infant 
deaths  was  the  lowest  in  5  years. 

There  were  132  cases  of  measles  notified  This  outbreak  in  the  middle  of  the  year  coincided 
with  a  similar  increase  of  cases  in  adjoining  districts.  These,  together  with  the  6  cases  of  whooping 
cough  emphasise  the  continual  need  of  immunisation. 

During  the  year  representation  of  two  areas  of  unfit  houses  was  made,  13  houses  in  Derby 
Street  and  92  houses  in  Mines  Avenue  and  Sutherland  Road. 

Dr.  Clarke  joined  me  during  the  year  as  Deputy  Medical  Officer  of  Health  and  Mr.  Potts 
was  appointed  as  an  additional  Public  Health  Inspector. 

Finally,  I  would  like  to  acknowledge  the  helpful  co-operation  given  to  me  and  the  Health 
Department  by  the  Medical  Practitioners  of  the  area.  Also  I  wish  to  express  my  appreciation  for 
the  help  received  from  Mr.  Lamb  eft,  Clerk  of  the  Council,  Mr.  Adams,  Chief  Public  Health  Inspector 
and  from  the  members  of  the  Health  and  Housing  Committee. 


I  am  Gentlemen, 
Your  obedient  Servant 


F.W,  Bunting. 


GENERAL  STATISTICS 


Area  of  the  Urban  District,  in  Acres .  875 

Population  of  Census,  1961  .  13,077 

Registrar  Generals  Estimate  of  resident  population,  mid  1970  .  13,130 

Number  of  inhabited  houses  end  of  1970,  (according  to  Rate  Books) .  4,214 

Rateable  Value . £643,281 

Sum  represented  by  the  Penny  Rate .  £2,  600 

Extracts  from  the  Vital  Statistics  of  the  Year 
(Registrar  General) 

Live  Births  MALE  FEMALE  TOTAL 

Legitimate  110  92  202 

Illegitimate  9  7  16 

119  99  218 

Live  Birth  Rates  per  1,000  population 

PRESCOT  U .D.C,  ENGLAND  &  WALES 

Crude  Rate  16.6  16.0 

Adjusted  Rate  15.8  16.0 

MortalityRates  per  1,000  population 

Total  (all  forms)  PRESCOT  U.D  C.  ENGLAND  &  WALES 

Crude  Rate  11.6  11.7 

Adjusted  Rate  14.0  11.7 

PRESCOT  U.D.C.  ENGLAND  &  WALES 

Stillbirth  rate  per  1,000  total  births  9  13 

Infant  Mortality  rate  per  1,000  total  births  23  18 

Neo-natal  mortality  rate  per  1,000  live  births 

(under  4  weeks)  18  12 

Early  Neo-natal  (under  1  week)  mortality 

rate  per  1,000  live  births  18  11 

Analysis  of  Deaths  MALE  FEMALE  TOTAL 

Still  births  Legitimate  2  —  2 

Illegitimate  —  —  — 

Maternal  deaths  —  _  _ 

Deaths  of  infants  under  1  year  of  age 

Legitimate  2  3  5 

Illegitimate  —  —  — 

Deaths  of  infants  under  4  weeks  of  age 

Legitimate  2  2  4 

Illegitimate  —  —  — 

Deaths  of  infants  under  1  week  of  age 

Legitimate  2  2  4 

Illegitimate  —  —  — 
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CAUSES  OF  DEATH  IN  PRESCOT  URBAN  DISTRICT,  1970 


Causes  of  Death 


Male 


Female 


Tuberculosis  of  Respiratory  System  . . .  1 

Late  effects  of  Respiratory  T.B.  . . .  .  . . 

Malignant  Neoplasm,  Buccal  Cavity  Etc . . 


Malignant  Neoplasm  Oesophagus  .  .  . . . .  1 

Malignant  Neoplasm,  Stomach . .  1 

Malignant  Neoplasm,  Intestine . .  1 

Malignant  Neoplasm,  Lung,  Bronchus  . . .  9 


Malignant  Neoplasm,  Breast  . . .  — 

Malignant  Neoplasm,  Uterus .  .  .  . .  ...  - 

Other  Malignant  Neoplasms .  4 

Diabetes  Melitus . — 

Chronic  Rheumatic  Heart  Disease  . . .  — 

Hypertensive  Disease . — 


Ischaemic  Heart  Disease . 21 

Other  Forms  of  Heart  Disease  . . . . . .  3 

Cerebrovascular  Disease . 12 

Other  Disease  of  Circulatory  System . . .  3 

Influenza . . . .  1 

Pneumonia . 8 

Bronchitis  and  Emphysema . . .  9 

Asthma . — 

Other  Diseases  of  Respiratory  System . . . .  2 

Other  Diseases  of  Digestive  System . . .  .......  1 

Nephritis  and  Nephroses  . . . . .  1 

Congenital  Anomalies . 2 

Birth  Injury,  Difficult  Labour,  Etc. . , .  1 

Other  Causes  of  Perinatal  Mortality  . . .  1 

Symptoms  and  Ill  defined  conditions  .................  1 

Motor  Vehicle  Accidents . .  2 

All  other  Accidents . — 


1 

1 

1 

2 

2 

2 

1 

4 

1 

3 
1 

10 

4 
14 
3 

6 

2 

1 

1 


2 


1 

1 

3 


Total  All  Causes 


152 


COMPARISON  of  VITAL  STATISTICS  for  the  PERIOD  1965-1970 


CASES  OF  INFECTIOUS  DISEASE  NOTIFIED  DURING  1970 
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SANITARY  INSPECTION  OF  THE  AREA 


WATER  SUPPLY 


The  water  supply  for  the  District  is  obtained  from  the  Corporation  of  Liverpool  and  has 
been  satisfactory  in  quality  and  quantity. 

Two  samples  of  water  were  taken  for  the  only  swimming  baths  in  the  area,  and  submitted 
for  bacteriological  examination.  The  Public  Health  Laboratory  report  on  the  samples  was  that 
they  were  satisfactory 


DRAINAGE  and  SEWERAGE 


The  District  has  adequate  drainage  facilities  to  a  sewage  works  using  hydrolytic 
tanks  and  bacterial  filters. 


CLOSET  ACCOMMODATION 


There  are  no  privy  middens  or  pail  closets  existing  in  the  area,  all  households  have  adequate 
waterclosets. 


HOUSING 


There  were  no  new  houses  erected  during  the  year  by  the  local  authority,  one  house  was 
completed  in  the  private  sector. 

No  house  in  the  area  is  used  as  a  common  lodging-house. 

There  are  no  moveable  dwellings  or  camping  sites  in  the  area. 

During  the  year  the  number  of  inspections  of  premises  were  as  follows:- 


Number  of  premises  visited  729 

Number  of  Visits  1696 

Number  of  Defects  or  Nuisances  186 

Number  of  defects  and  Nuisances  abated  161 

Number  of  Notices  served  —  Informal  93 

Number  of  Notices  served  —  Statutory  8 
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INSPECTIONS  OF  DWELLINGS  DURING  THE  YEAR 


1.  (a)  Total  number  of  dwellings  inspected  for  housing  defects 

(under  Public  Health  or  Housing  Acts). 

(b)  Number  of  inspections  made  for  the  purpose 


245 

588 


(c)  Number  of  dwellings  found  not  to  be  in  all  respects  reasonably  fit  for  human  habitation 
but  capable  of  being  rendered  fit.  71 


2.  Number  of  dwellings  existing  at  the  end  of  the  year  which  were  unfit  for  human  habitation 
and  not  capable  at  reasonable  expense  of  being  rendered  fit  and  in  respect  of  which, 

(a)  Demolition,  Clearance  or  Closing  Orders  have  been  made.  117 

(b)  Demolition,  Clearance  or  Closing  Orders  have  not  yet  been  made.  Nil 


3.  Houses  demolished 

(a)  In  or  adjoining  Clearance  Areas  being  unfit  for  human  habitation.  Nil 

(b)  Not  in  or  adjoining  Clearance  Areas  but  as  a  result  of  action  under  Section  16  or  17  (1) 
Housing  Act,  1957. 


4.  Unfit  House  Closed  under  Section  16  (4),  Section  17  (1)  and  Section  35  (1)  Housing  Act,  1957 
and  Section  26,  Housing  Act,  1961. 


5.  Unfit  houses  made  fit 

(a)  By  the  owner  after  informal  action.  54 

(b)  After  formal  notice  under  Public  Health  Acts.  5 

(c)  After  determination  of  a  demolition  order  under  Section  24,  Housing  Act  1957.  Nil 

6.  Purchase  of  Houses  by  agreement,  in  clearance  areas  other  than  those  included  in  confirmed 

orders  or  compulsory  purchase  orders.  3 


CLEARANCE  PROGRAMME 

The  Inspection  of  the  unfit  houses  scheduled  for  clearance  was  started  early  in  the  year  and 
two  areas  of  houses  were  duly  represented.  The  Clearance  Order  and  Compulsory  Purchase  Order  for 
13  houses  in  Derby  Street  was  confirmed  without  any  objection,  whilst  the  Orders  for  92  houses  in 
Mines  Avenue  and  Sutherland  Road  have  had  to  go  to  Public  enquiry  as  objections  were  made. 
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HOUSING  ACT,  1969 


IMPROVEMENT  GRANTS 

OWNER/OCCUPIER 

OTHERS 

i  Applications  submitted  by  pri  vate  individuals 

7 

1 

ii  Number  approved . 

7 

1 

iii  Number  completed  during  year . . 

4 

Nil 

iv  Amount  of  grants  given .  ... 

£783 

— 

STAND  RAD  GRANTS 


i  Applications  submitted  by  private  individuals 

ii  Number  approved . 

iii  Number  completed  during  year . 

iv  Amount  of  grants  given . 


27 

27 

16 

£3,041 


4 

4 

2 

£684 


No  action  was  taken  relating  to  improvement  areas  and  no  Special  Grants  given. 


FOOD  8c  DRUGS  ACT,  1955 


Food  Hygiene  (General)  Regulations,  1960 

The  following  is  a  list  of  the  food  premises  in  the  district. 


Grocers .  50 

Green-Grocers .  15 

Fishmongers . . .  1 

Butchers .  17 

Bakers  and  confectioners .  8 

Fried  fish  shops .  8 

Ice  cream,  sweets,  confectionery  Etc.  21 

Licensed  premises,  restaurants,  etc.  19 


Detailed  inspections  of  all  these  premises  have  been  carried  out. 
There  were  no  cases  of  food  poisoning  reported  during  the  year. 
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OFFICES,  SHOPS  and  RAILWAY  PREMISES  ACT,  1963 


TOTAL  NUMBER  OF  REGISTERED  PREMISES 

Offices .  24 

Retail  Shops . 90 

Wholesale  Shops,  Warehouses . Nil 

Catering  establishments,  canteens . 19 

Fuel  storage  depots . Nil 

NUMBER  OF  NEWLY  REGISTERED  PREMISES  DURING  THE  YEAR 

Offices .  1 

Retail  Shops .  6 

Catering  establishments,  canteens .  2 

NUMBER  OF  VISITS  TO  PREMISES  -  203 
Analysis  of  contraventions  found 

Cleanliness .  10 

Overcrowding .  1 

Temperature . 29 

Ventilation .  1 

Lighting .  2 

Sanitary  Conveniences .  15 

Washing  facilities .  10 

Accommodation  for  clothing .  1 

Floors,  passages  or  stairs .  4 

Exposure  of  young  persons  to  danger . 1 

First  Aid  Provisions . 19 

Facilities  for  taking  meals .  1 

Fencing  machinery .  4 

Missing  Abstracts .  33 

No  prosecutions  were  taken  during  the  year 

ANALYSIS  OF  PERSONS  EMPLOYED  IN  REGISTERED  PREMISES 


Offices .  419 

Retail  Shops .  499 

Catering  establishments,  canteens .  55 


Total  973 
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FACTORIES  ACT,  1961 


Inspections  for  purposes  of  provisions  as  to  health 


PREMISES 


NUMBER  ON 
REGISTER 


INSPECTIONS 


NOTICES 


Factories  in  which  Sections 


1,  2,  3,  4  and  6  are  enforced 

Nil 

Nil 

Nil 

Factories  in  which  Section  7  is 
enforced. 

20 

20 

Nil 

Other  Premises  in  which  Section  7 

is  enforced. 

Nil 

Nil 

Nil 

CASES  IN  WHICH  DEFECTS  WERE  FOUND 

PARTICULARS 

FOUND 

REMED IED 

REFERENCE 

To  HM. 

By  H.M. 

Sanitory  conveniences 
unsuitable  or  defective 

6 

3 

Nil 

1 

No  prosecutions  were  instituted  during  the  year 
There  are  no  registered  out -workers  in  the  area. 

CLEAN  AIR  ACT,  1956 


Three  smoke  Control  Orders  are  in  force  in  the  area  involving  1,141  premises.  There  were 
no  Orders  submitted  to  the  Ministry  during  the  current. 


NOISE  ABATEMENT  ACT,  1961 


Three  complaints  concerning  noise  nuisance  were  received  during  the  year.  One  concerned 
a  relief  steam  valve  at  a  factory,  another  arose  due  to  nightworkers  being  inconsiderate  in  the  middle 
of  the  night  during  their  break  periods,  and  the  third  concerned  a  musical  instrument  being  played 
very  late  at  night. 

A  ready  response  was  obtained  when  the  nuisance  was  pointed  out  to  the  persons  concerned 
and  no  further  action  was  necessary. 


PREVENTION  OF  DAMAGE  BY  PESTS  ACT,  1949 


Total  number  of  complaints  of  rat  sightings  in  or  around  premises  34 

Number  of  visits  2 1 5 

Total  number  of  complaints  of  mice  infestations  20 

Number  of  visits  51 


The  treatment  of  rats  observed  above  ground  continued  with  the  use  of  a  blood  anti¬ 
coagulant.  In  an  attempt  to  drastically  reduce  the  possible  rat  population  in  the  sewers  a  treatment 
with  an  acute  acting  poison,  fluroracetamide,  was  carried  out  during  the  year. 
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